
BOYNTON AND PLUMMER’S FORGES AND DRILLS 
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No. 3 




No. 10 


No. 8 


FORGES 


Dimensions. 

Weight, pounds. 

Fan, inches. 

Each. 

46 X26 

300 

14 

$54.00 

33>4 X 22 

200 

12 

40.00 

27 X2 1 

142 

loy^ 

40.00 

22 in. dia. 

I 15 

lO'/i 

27.00 


I 10 

10 

24.00 

19 “ “ 

85 

sy 

30.00 

No. 

0 is complete with 

tank. 




No. 3, Upright 


V 

No. 3, Clamp 



No. 11 



No. Upright 


No. 

3 

I 

3 


U pright 
Clam p 


Capacity. 

I inch liole 

I 


i ( 
< i 


i i 
i i 


DRILLS 

Weight, pounds. 

305 

120 

65 


Each. 

$75.00, hand 
34.00, 

23.00, single gear 



Each. 

$79.00, power 
37.00, ‘‘ 

25.00, double gear 
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BOYNTON AND PLUMMER’S DRILLS 



i 


\ 


% 


% 



No. 2 


No. 7 


No. 9 



No. 

2 

9 

7 Power 

12 “ 

22 


Capacity. Weight, pounds. 

Each. 

I 34 in. hole 

160 

$48.00 

j i < i 1 

75 

15.00 

I ^ “ 

200 

56.00 

j i i it 

75 

28.00 


100 

15.00 


Special catalogue of these drills furnished 
on application. 



























































































































































































































































